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ABSTRACT 

A simple scoring system tinat enables surgeons to mal<e an estimation of the likelihood of postoperative urinary retention 
(POUR) in patients undergoing lower limb total joint replacement would be a useful one. This would enable selection of high 
risl< patients who merit pre-operative catheterisation in a clean theatre environment rather than risking urinary retention and its 
associated complications late at night on the ward by junior, inexperienced staff. 

The International Prostate Symptom Score (IPSS) is such a scoring system and we assessed its reliability in predicting those 
male patients likely to go into POUR. We selected all male patients undergoing lower limb total joint arthroplasty under spinal 
anaesthesia and calculated their IPSS. We found a statistically significant increase in the likelihood of POUR as IPSS rises 
(p=0.0002). We concluded that the IPSS is a quick and easy method of predicting those at risk of POUR, allowing them to be 
catheterised prophylactically, preventing possible complications. 
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A recognised compUcation of surgery and anaesthesia is 
acute urinary retention witli tlie rislt increased in anorectal 
siu-gery, liernia repair and ortliopaedic surgery as well as 
with increasing age' and male gender.^ Reported rates after 
lower limb total joint arthroplasty are quoted as between 
10.7% and 77.8%.'-' 

The consequences of acute urinary retention can be se- 
vere with potential local and distant sequelae. As well as 
causing unnecessary pain and discomfort for patients, acute 
urinary retention can lead to bladder dysfunction and uri- 
nary tract infection (UTl) or bacteraemia, thereby acting as 
a soiu-ce of infection for any implanted prosthesis."* 

As junior doctors' practical procedural experience di- 
minishes in urological emergencies," the possibility of pa- 
tients being left with an inexperienced doctor being asked 
to catheterise the patient in retention rises. A useful tool 
would be to identify those patients who are at an increased 
risk of post-operative urinary retention (POUR) so that they 
might be offered pre-operative catheterisation to avoid pos- 
sible consequences. 

The International Prostate Symptom Score (IPSS) has 
been suggested as a suitable tool but was found not to be 
helpful by Sarasin et aU while Elkhodair et al found it a use- 
ful tool for predicting POUR for all male patients undergoing 
lower limb arthroplasty." The IPSS is a validated scoring sys- 
tem devised by the American Urological Association consist- 
ing of seven questions related to male prostatic symptoms: 



incomplete emptying, frequency, intermittency, urgency, 
weak stream, straining and nocturia." Each item is scored 
from 1 to 5 on a scale of frequency (or average number of 
episodes per night in the case of nocturia). It has been found 
to be reliable regardless of whether it is self-administered 
or administered by a health professional.'" 

Evidence suggests that the rate of POUR in spinal an- 
aesthesia is higher in foot and ankle surgery" with addition 
of intrathecal opiates also causing higher rates of urinary 
retention.'- However, the levels of breakthrough analgesia 
required post-operatively is found to be superior in spinal 
compared with general anaesthesia,'^ with intrathecal mor- 
phine added providing better analgesia than local anaesthe- 
sia alone." 

In our department patients undergoing lower limb joint 
arthroplasty are offered spinal anaesthesia unless contrain- 
dicated or declined by the patient given the recognised post- 
operative benefits of this approach.'''"' We aimed to estab- 
lish the correlation between the IPSS and the rate of POUR 
in male patients receiving spinal anaesthesia and whether 
the inclusion of diamorphine increases the rate of POUR. 

Methods 

All male patients imdergoing lower hmb primary total joint 
arthroplasty between September and November 2010 at 
Queen Alexandra Hospital, Portsmouth, were mcluded in 
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Table 1 International Prostate Symptom Score versus 
percentage of patients requiring urinary catheterisation 



the study. One hundred consecutive patients had data col- 
lected prospectively following consent and IPSS administra- 
tion. The patients were scored either at their pre-assess- 
ment clinic appointment or on the day of surgery, with each 
score taking less than five minutes to obtain. Patients re- 
quiring catheterisation pre-operatively were excluded from 
the study, as were patients undergoing unicompartmental 
joint replacement or revision surgery. The null hypothesis 
was that change in IPSS would have no bearing on the rate 
of POUR after spinal anaesthesia for lower limb total joint 
arthroplasty. 

Data collected included age, surgical procedure, spinal 
anaesthetic volumes and concentrations, peripheral nerve 
blocks and post-operative catheterisation. Post-operatively, 
ward nursing staff were responsible for observing the pa- 
tients and, if acute urinary retention was suspected (pain- 
ful anuria, distended bladder and large residual volume on 
bladder ultrasonography), the patient was catheterised ac- 
cording to the hospital protocol. The patients had their cath- 
eters removed once mobility was resumed. 

The contents of the spinal anaesthetic were not con- 
trolled due to the number of anaesthetists and preference 
thereof. Previous history of urinary catheterisation was not 
routinely recorded. 

Results 

Overall, 100 patients were recruited with a median age of 
68 years (range: 25-86 years). Of these, 55 patients (55%) 
underwent total knee arthroplasty compared with 45 (45%) 
undergoing total hip arthroplasty. These procedures were 
performed by 15 different consultant surgeons. The median 
IPSS was 5 (range: 0-34). All patients received intravenous 
opiates/opioids post-operatively unless contraindicated, eg 
by aUergy. 

Eight patients were catheterised prophylactically due to 
surgeon preference and were therefore excluded from the 
analysis. Six of these (75%) were catheterised as they had 
previous POUR. Of the remaining 92 patients, 41.3% (ra=38) 
were catheterised due to POUR while 58.7% (rt=54) were 
not. All patients had a urinary residual volume of >500ml 
post-catheterisation, confirming the diagnosis of acute uri- 
nary retention. 

Almost two-thirds of the patients (63%) had diamorphine 
included in their spinal anaesthesia. Over a third of the pa- 
tients (38%) also received peripheral nerve blocks as well as 
spinal anaesthesia, the majority being femoral nei've blocks. 

Dividing patients into mildly symptomatic (IPSS 0-7), 
moderately symptomatic (IPSS 8-19) and severely symp- 
tomatic (IPSS 20-35) gave the following percentages: mild 
61.4% (ra=59), moderate 29.3% (ra=27) and severe 6.5% 
(n=6). Over a quarter (27.1%) of mildly symptomatic pa- 
tients went into POUR while the majority of moderately and 
severely symptomatic patients went into POUR (63.0% and 
83.3% respectively). Overall, those patients who went into 
POUR had a median IPSS of 11 while those who did not had 
a median score of 4. A chi-squared test for trend showed 
that there was a statistically significant association between 
increased IPSS and rate of POUR at the 5% level Oo=0.0002). 



IPSS 


Number of patients 


POUR and 






catheterisation 


Mild (0-7) 


59 (51.4%) 


27.1% 


Moderate (8-19) 


27 (29.3%) 


63.0% 


Severe (20-35) 


5 (6.5%) 


83.3% 



IPSS = International Prostate Symptom Score; 
POUR = post-operative urinary retention 



Discussion 

POUR remains a common cause of post-operative morbid- 
ity and discomfort for patients undergoing lower limb total 
joint arthroplasty. Several other factors have been indicated 
for giving an increased incidence of POUR such as increased 
prostate specific antigen, previous history of POUR" and a 
peak urinary flow of <17ml/s."* Other factors or situations 
tend to necessitate catheterisation, eg extensive revision 
surgery and bilateral joint replacements. No consensus, 
however, exists on a reliable, simple test to use that does 
not necessitate laboratory tests or urodynamics. As such, a 
scoring system that could predict those patients at risk of 
POUR that is easy to use and reliable would be a vital tool for 
predicting those patients most at risk. 

The IPSS is a simple and easy to use system of evaluating 
male prostatic symptoms. It was developed and validated by 
the American Urological Association" and is consistent re- 
gardless of the questioner.'- The IPSS is based on 7 catego- 
ries, each with a score from 0 to 5: incomplete emptying, fre- 
quency, intermittency, urgency, weak stream, straining and 
nocturia. The scoring system subdivides people into mildly 
(IPSS 0-7), moderately (8-19) and severely symptomatic 
(20-35), and can be obtained easily during a pre-assessment 
visit as was the case in the majority of our patients. 

Our findings show that not only was the incidence of 
POUR increased with a rise in IPSS but that inclusion of 
morphine in a spinal anaesthetic also increased the rate of 
POUR. While the rate of POUR does increase with addition 
of morphine to the spinal anaesthetic," the analgesic prop- 
erties do appear much improved with its addition'" as they 
do with the advent of patient controlled analgesia although 
this also increases the rate of POUR.'" Evidence presented 
by Raffaelli et al would appear to show that this side effect 
among others is not dose dependent, being patient depend- 
ent instead.™ 

Limitations of this study include its untested ability to 
predict POUR in general anaesthesia and the relatively 
small size of the sample. Furthermore, the differing con- 
tents of the spinal anaesthesia were not controlled in this 
case, as stated, and this was due to anaesthetist preference. 

Conclusions 

We feel that the IPSS provides a simple and easy to use scor- 
ing system for pre-operative assessment of those patients at 
high risk of POUR, especially when combined with anaes- 
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thetic practices that commonly use spinal anaesthetic vpith 
intrathecal morphine. Possible approaches to those patients 
in the moderately or severely symptomatic groups include 
pre-operative catheterisation to prevent the likely sequelae 
from occurring or assessment by a member of the urology 
services to consider treatment with either a-blockers or 
5a-reductase inhibitors, the latter being the option that we 
would recommend for those screened as severely sympto- 
matic at a minimum. 

While we accept that urinary catheterisation is also a 
risk factor for UTI in orthopaedic procedures,^' we would 
suggest that the risk of UTI following catheterisation away 
from the confines of the clean conditions of an operating 
theatre complex with prophylactic administration of antibi- 
otics (for arthroplasty) either recently administered or soon 
to follow is less than that on the open ward overnight when 
the qualifications of the staffs and also the aseptic conditions 
may be lower than desired. 

In the case of this study, 22 patients could have been 
prevented from suffering POUR and its possible sequelae, 
which, when scaled up to a busy orthopaedic arthroplasty 
unit, could lead to significant reduction in morbidity related 
to urinary retention after lower limb total joint arthroplasty 
and spinal anaesthesia. 

References 

1. Darrah DM, GrieblingTL, Silverstein JH. Postoperative urinary retention. 
Anesthesiol Clin 2009; 27: 465-484. 

2. Pertel^ JP, Haberer JP. Effects of anesttiesia on postoperative micturition and 
urinary retention. Ann FrAnesth Reanim 1995; 14: 340-351. 

3. lorio R, Wtiang W, Healy WL et al. The utility of bladder cattieterization in total 
hip arthroplasty Clin Orthop Relat Res 2005; 432: 148-152. 

4. Waterhouse N, Beaumont AR, Murray K et al. Urinary retention after total hip 
replacement. A prospective study. J Bone Joint Surg Br 1987; 69: 64-66. 

5. D'Ambrosia RD, Shoji H, Heater R. Secondarily infected total joint 
replacements by hematogenous spread. J Bone Joint Surg Am 1976; 58: 
450-453. 

6. Cetti RJ, Singh R, Bissell L, Shaw R. The urological foot soldier: are we 
equipping our foundation-year doctors? Ann R Coil Surg Engl (SuppI) 2010; 
92: 284-287. 



7. Sarasin SM, Walton MJ, Singh HP, Clark Dl. Can a urinary tract symptom 
score predict the development of postoperative urinary retention in patients 
undergoing lower limb arthroplasty under spinal anaesthesia? A prospective 
study. Ann R Coll Surg Engl 2006; 88: 394-398. 

8. Elkhodair S, Parmar HV, Vanwaeyenbergh J. The role of the IPSS (International 
Prostate Symptoms Score) in predicting acute retention of urine in patients 
undergoing major joint arthroplasty. Surgeon 2005; 3: 63-65. 

9. Barry MJ, Fowler FJ, O'Leary MP et al. The American Urological Association 
symptom index for benign prostatic hyperplasia. J Urol 1992; 148: 1,549- 
1,557. 

10. Plante M, Corcos J, Gregoire I et al. The international prostate symptom score: 
physician versus self-administration in the quantification of symptomatology. 
Urology 1996; 47: 326-328. 

11. MahanKT, Wang J. Spinal morphine anesthesia and urinary retention. J Am 
Podiatr Med Assoc 1993; 83: 607-614. 

12. Izard JP, Sowery RD, Jaeger MT, Siemens DR. Parameters affecting urologic 
complications after major joint replacement surgery. Can J Urol 2006; 13: 
3,158-3,163. 

13. McQueen DA, Kelly HK, Wright TF A comparison of epidural and non-epidural 
anesthesia and analgesia in total hip or knee arthroplasty patients. Orthopedics 
1992; 15: 169-173. 

14. Sfeir S, Mansour N. Post operative analgesia with intrathecal morphine. Middle 
East J Anesthesiol 2005; 18: 133-139. 

15. Maurer SG, Chen AL, Hiebert R et al. Comparison of outcomes of using spinal 
versus general anesthesia in total hip arthroplasty. Am J Orthop 2007; 36: 
E101-E106. 

16. Gonano C, Leitgeb U, Sitzwohl C et al. Spinal versus general anesthesia for 
orthopedic surgery: anesthesia drug and supply costs. Anesth Analg2006; 
102: 524-529. 

17. Kumar P, Mannan K, Chowdhury AM et al. Urinary retention and the role of 
indwelling catheterization following total knee arthroplasty. Int Braz J Urol 
2006; 32: 31-34. 

18. Redfern TR, Machin DG, Parsons KF Owen R. Urinary retention in men after 
total hip arthroplasty. J Bone Joint Surg Am 1986; 68: 1,435-1,438. 

19. O'Riordan JA, Hopkins PM, Ravenscroft A, Stevens JD. Patient-controlled 
analgesia and urinary retention following lower limb joint replacement: 
prospective audit and logistic regression analysis. Eur J Anaesthesiol 2000; 17: 
431-435. 

20. Raffaeli W, Marconi G, Fanelli G et al. Opioid-related side-effects after 
intrathecal morphine: a prospective, randomized, double-blind dose-response 
study. Eur J Anaesthesiol 2006; 23: 605-610. 

21. Herruzo-Cabrera R, Lopez-Gimenez R, Cordero J, Munuera L. Urinary infection 
after orthopedic procedures. Int Orthop 200\; 25: 55-59. 



358 



Ann R Coll Surg Engl 2011; 94: 356-358 



